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Accumulated waste material must be removed daily.
There must be frequent cleaning of floors, walls, woodwork and win-
dows.
The premises must be kept free from rodent and insect infestation.
Bath and toilet facilities must be maintained in a clean and sanitary
condition at all times.
J. Linen
An adequate supply of fresh linen shall be available at all times.
Bedpan covers must not be used interchangeably.
Adequate facilities for the storage of soiled linen must be provided
where needed.
K. Laundry
The institution shall make provision for the proper cleaning of ade-
quate supply of linen and other washable goods with special provision
for handling contaminated linen.
Hospitals operating laundries within buildings containing patients shall
provide proper insulation to prevent the transmission of noises to patient
areas.
Where linen is sent to an outside laundry, the hospital is responsible
that the methods used shall render all linen safe for re-use.
L. Telephones
There shall be a telephone in the building, and additional telephones or
extensions as required to summon help promptly in case of fire or other
emergency, and to transact the daily business of the hospital.
M. Isolation
In all hospitals admitting patients with a contagious disease, there
shall be proper procedures, facilities, and arrangements of departments,
rooms and patient beds for the prevention of cross infections; and for
control of infectious, contagious and communicable diseases; and the
hospital and its staff shall provide for compliance with the regulations of
the State Board of Health for the control of communicable diseases.
In planning new hospitals, or additions to existing hospitals, there
shall be one or more rooms for isolation, according to the size of the
hospital and the need of the community. Rooms planned for isolation of
patients should be located either at the end of a corridor or off a sub-
corridor and shall have a private lavatory and toilet.
II ADMINISTRATION
A. ORGANIZATION
1. GOVERNING BoARD
The governing board, or the owner, or the person or persons desig-
nated by the owner as the governing authority shall be the supreme au-
thority in the hospital responsible for the management, control of the
hospital and appointment of the medical staff. It shall have a written


